believe an explosion would have occurred, and he was not
instructed to lift them prior to the incident.  After the
incident, Mr. Jackson instructed him to open the lids for
ventilation (Tr. 6-10).

Mr. Nash was not aware of anyone turning off dust sam-
plers, but was aware of powder and caps on equipment, and
that he did it "to bring up production." He confirmed that
the practice has since stopped.  He was not aware of any
miners complaining to management or MSHA, and Mr. Cox never
spoke to him about complaining or threatening to make safety
complaints to state or federal mine authorities.  He stated
that neither Mr. Blankenship or Mr. Jackson ever instructed
him to store powder and caps on equipment, nor did they imply
that this should be done (Tr. 11-18).

On cross-examination, Mr. Nash stated that when the
battery explosion occurred, Mr, Blankenship wanted him to go
to the hospital but that he (Nash) said he was "all right"
and wanted to return to work.  Mr. Blankenship told
Mr. Jackson to file an accident report, and while Mr. Jackson
was reluctant to do it at first, he did report the incident.
Mr. Nash went to the hospital and was checked by a doctor who
gave him aspirin and he was sent home.  He had no follow-up
care .and returned to work, and he identified exhibit R-l as
the accident report of May 17, 1985, relating to the incident
(Tr. 23-27).

Mr. Nash stated that the roof fall he mentioned could
have been prevented because the roof was dribbling, and the
foreman knew it was weak.  However, it fell over a weekend
when no one was in the mine, and it covered half of the belt
feeder.  After the fall, Mr. Blankenship began watching the
roof closer and longer roof bolts were used for support.
Mr. Nash did not know whether MSHA inspected the fall area.
He confirmed that a state roof inspector has discussed roof
conditions with the miners, and that his foreman and
Mr. Blankenship discussed the roof plan with him and
instructed him to check the roof bolt test holes (Tr. 29-35).

Mr. Nash stated that he took it upon himself to keep
powder and caps 0,1 the equipment because it made his work
easier, and no one from management suggested that he 'do so to
speed up production.. He has torn down ventilation curtains
with his equipment, and has stopped to replace them only if
an inspector were present.  Stopping to replace curtains
slows his work down.  The curtains were always rolled up when
an inspector was not present, and he never complained to
management or any inspector about the practice.  Since he is

457Mr. Jackson simply told
